D212-805-011 POD MODIFICATION KIT 
(COMPATIBLE WITH D212-601-041/-042 HELI-UTILITY-POD) 
(RH INSTALLATION SHOWN, LH INSTALLATION OPPOSITE) 


NOTES: 
1) MATERIAL: NONE 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: NONE 
7) WEIGHT: 20 Ibs APPROX 
8) ENSURE D4175-041 WILL CLEAR D2200-1 LID FOAM CORE. 
USE DT9667 CUTOUT TEMPLATE TO FASTEN/BOND D4175-041 TO D2200-1 LID. 
REMOVE FASTENERS AND DT9667 TEMPLATE ONCE COMPLETELY CURED. ; 
9) FOR INSTALLATION OF D4172-041 FRAME AND 80-005-3-8 INSERTS: | 


INSTALL 80-005-3-8 INSERTS BY FILLING THE CAVITY WITH "HYSOL ЕАЗ94" РЕК QSI 006 14.6 ENSURING INSIDE OF INSERTS ARE FREE ОҒ 
POTTING COMPOUND; 


9.7) TOUCH UP FINISH USING DUPONT HIGHBUILD PRIMER GREY #1104S OR #1144S. 

10) TRANSFER DRILL HOLES IN POD AND D4177-1 DOUBLERS TO D3926-3 WEDGES PRIOR TO FASTENING D3926-3 TO POD. 

11) SEAL EDGES OF ALL DRILLED HOLES AND CUTOUTS WITH CYANOACRYLATE GLUE (CRAZY GLUE) 

12) WET INSTALL D3926-3, D4173-3/-7, D4174-1/-3, D4175-041, D4177-1 USING SIKAFLEX -241/-291 ADHESIVE 

13) IT IS ACCEPTABLE TO USE LONGER AN4 BOLTS AND INSERT SHIMS AS REQUIRED BETWEEN THE POD RIBS AND D4172-041 FRAME. 
MANUFACTURE 1.00" X 1.00" SHIMS TO REQUIRED THICKNESS FROM M6061T6S OR M6061T6B ALUMINUM. 


9.2 
9.3) 
9.4) FOR EACH CAVITY, FILL ONE THIRD WITH "HYSOL EA394" OR EQUIVALENT EPOXY COMPOUND: 
9.5) 
9.6 
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